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Dear Don: 

X am delisted to tenov that your condition 
ia satisfactory after year operation to correct 
the circulatory troufcla ir. your lags. 

best wishes for your early arid ecaplete 
recovery. 



Sincerely, 



Alla:': V. Dulles 
Director 
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